NOTES ALTERATION TABLE 


IMPORTANT - THE LENGTH OF TRANSMISSION LIME BETWEEN ANY ENTRANCE ASSEMSLY AND THE MOST REMARKS 
DISTANT. RECEIVER: TERMINAL BOX SHALL NCI ExCEED FORTY (MS) FEET IN CABLE LENGTH. REVISED AND REORAWN 


TYPE RG-12/U COAXIAL CABLE SHALL BE IN ACCORDANCE WITH BUREAU OF SHIPS SPECIFICATIONS 
JAN-C-1T. = 


: ALL TERSINAL 39KE3 COMPRISING THE ANTENNA TAINSFER USSEHPLY SHALL PE MOUNTED 4ITHIN THE 

ANTENNA ENTRANCE / LINITS OF A 36 InC¥ SIAMETE® CIRCLE 1 O22 TO PERMIT THE SE OF 4 STANDARD 36 INCH 
ASSEMBLY DA PATOHCORD, “THE ASSEVELY S*ALL PE LOUNTED T¥ A VERTICAL AULEHEAD AND IY 4 POSITION TO 

\ SEE NOTE NO.IO AND FACILITATE COMVENIE"T OPERATION EY PERSONYEL. 
DETAIL AORB = 


TERVIMAL BOXES FOR RECEIVER CCHMECTIONS SHALL RE LOCATED WITHIN A 36 INCH RADIUS OF 
REAR EDGE OF THE OFCIIVER SWELF OF STANDARD 2ADIO OPERATING TAPLES TO PERMIT USE OF . w= 
DARD 36 INCH PATCHCORDS FOR SCWMECTING RECEIVERS. 


THE TYPE HOO63 JACK*OX SHALL PE VOUPTED “ITHIM 38 INCHES OF THE FREQUENCY METER INPUT * 
COMMECTION. JACKPOX SHALL PE MOUNTED Ou FREWENCY METER SUPPORTING STRUCTURE OR ON AN AD= 
JACENT RULKHEAD. 


STUFFING TURES FO® TYPE RG-I2/U CARLE-SNALL *E SIZE *B* 1%) ACCORDANCE WITH BUREAU OF SHIPS 

DRAWING 9-S-5IG6-L. TYFE OF TUSE SHALL BE SELECTED TC SUIT STRUCTUR: INVCLVED. STUFFING 

URE PACKING SALLE IN ACCORTANCE WITH NAVA 4 LABORATORY GRR any, 
re Oc Wah Bw Thasice TURE Paci ALL OPTANCE WITH NAVAL RESEARCH LARORATORY DRAWING RA 82AA 
ASSEMBLIES 


TYPE Q-S-UWK MLW CAPLE STOAPS SHALL PE USED OM WATE®TIGHT TULKHEADS AND DECKS. “TYPE . 
9-S-YUN2=L-U SHALL BE SED ON NON-WATEPTIGHT STRUCTUSES. CABLE STRAPS SHALL HAVE A MAXIA 


MUS SPACING CF 16 INCHES AD SHALL NE INSTALLED IN ACCORDANCE WITH SUREAU OF SV'IPS DRAW= 
BULKHEAD ING 9-3-39P0-1,, ‘ 


STUFFING TUPES AND CALE STRAPS FOR TYPE RG-12/U CAPL’ MUST £2 INSTALLED IN A MANNER. 
WHICH WIL! CAUSE ABSOLUTELY NO DEFCRMATION OF TWE DIELECTRIC, THE SLIGHTEST DF FORMATION, 
WILL CHANGE THE ELECTRICAL CHARACTERISTICS OF THE CABLE. 


ENDS 1 TYPE RG-I2/U CAPLE SMALL HAVE A MINIMUM I:ADIUS IM TIMES THE DIAMETER OF THE CABLE. 
i! 


RUNS COMPRISING THIS SYSTEM HALL RE “ESIGUATED *O-RA™ AND MARKED *WITAL® (REBIS 
ANCE WITH SUBSECTION 362-2 OF THE GENERAL SPECIFICITIC’S FOR MACHINERY, 


ENTRANCE INSULATOR- 61471 
RECEIVER PROTECTIVE UNIT. 
SPECIFICATIONS FOR RESISTORS 
[CONCENTRIC JACK 
MISCELLANEOUS FITTINGS. 


ANTENNA TRANSFER ASSEMBLY STUFFING TUBE PACKING 
SEE NOTE 3 AND DETAILS CAD } TERMINAL BOX 


SINGLE CABLE STRAPS 
ZUSINGLE CABLE STRAPS 
STUFFING TUBES 
801] METHODS OF SUPPORTING CABLES 
GENERAL SPECS. FOR R.F CABLES 


= a ii ys TRACER N.ENAZARE 


| p—-—y CHECKER 
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RECEIVER RECEIVER ] | RECEIVER RECEIVER RECEIVER RECEIVER REFERENCE DRAWINGS 
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5 APPI 
FREQUENCY = RADIO ENGINEERS 
METER | 


, RA trl, 
19:*Bey cine 


BROADCAST |} TYPE 49063 


RADIO DIVISION - BUREAU OF SHIPS 
} SEE RECEIVER JACKBOX - SEE NAVY DE PARTMENT-WASHINGTON,, D.C. 
DETAIL | NOTE 5 


STANDARD RADIO 


RECEIVING ANTENNA i 
OPERATING TABLES TRANSMISSION LINE SYSTEM 


ARRANGEMENT AND DETAILS 
TYPE PLAN 


je—FABRIGATED RACK | 


mo at 


4 
a 
_TYPICAL_ARRANGEMENT Se ae 


TRANSMISSION LINE AND TERMINAL BOXES | atte ane “RE 62F 


: 
t SHEET 14 OF 5 - | 


N.B.S. 301-2 


WELD BAR ACROSS EARS 
TO PROVIDE HINGE AT 
BOTTOM OF COVER. 


ORILL & TAP FOR 11 10-24 
MAGH, SCREW. LOCATE TO 
SUIT PC. 15 

00 NOT PENETRATE BOX. 


ia 


PPS 


DRILLING FOR 
WATERTIGHT ENTRANCE BOX 


SCALE 6"HIFT. 


13/32" ORILL, 6 HOLES. 
60* APART 


DRILL. FOR #10 MACH, 
SCREW: 


FOR 
PROTECTIVE LAMP 
SCALEI2 IFT. 


SUSPENSION CLAMP. 


1/4" SHACKLE 


}-—7" 18 ANTENNA WIRE 


1/4" SHACKLE: 


___SUSPENSION INSULATOR 
NAVY TYPE 61479 


> 
DRILLING FOR 


COVER OF WT. ENTRANCE 


SCALE‘6™FT. 


SECTION B-B 


DETAIL A 


ENTRANCE ASSEMBLY 
FOR OUTSIDE INSTALLATIONS 


‘SCALE:6"=1FT. 


BOX ASSEMBLY 
FRONT VIEW 
SCALE'6™=1FT. 


RADIO DIVISION BUREAU OF SHIPS 
NAVY DEPARTMENT WASHINGTON, O.c. 


RECEIVING ANTENNA 
TRANSMISSION LINE SYSTEM 


ARRANGEMENT AND DETAILS 


TYPE PLAN 


SCALE:£,$ SHOWN DATE:10 NOW1944 


RE _62F 151 


SHEET 2¢ OF 5 


_ | SCEW-12 HOLES — 


N.B.S. 301-2 


962 ORILL-2 HOLES 


RIL 


is 


2 
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tHE 


—i--2 


se? Heist 2 


v4" ORILL-6 HOLES 
60" APART 


'74" SHACKLE 


SUSPENSION INSULATOR 
NAVY TYPE 61479 


ANTENNA ENTRANCE ASSEMBLY 
MAY BE INSTALLED AT ANY ANGLE 
TO SUIT STRUCTURAL CONDITIONS| 
ENCOUNTERED. 


DETAIL B 


ENTRANCE ASSEMBLY 
FOR INSIDE INSTALLATIONS 


RADIO DIVISION BUREAU OF SHIPS 


NAVY_DEPARTMENT WASHINGTON, 0.6. 


RECEIVING ANTENNA 
TRANSMISSION LINE SYSTEM 


ARRANGEMENT AND DETAILS | 


s TYPE PLAN 


SCALE‘6"s IFT DATE:4 ocr. 1944 


RE 62F 151 


SHEET 30 OF 5 
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COVER 
DRILLING PLAN 


2) 


DETAIL _C 


TERMINAL BOX 


25'DRILL- 
3 or ILL-2 HOLES 


DETAIL _D 


TERMINAL BOX 


=a | 


- | BOX 
DRILLING PLAN 


DETAIL E 


TERMINAL BOX 


"RADIO DIVISION - BUREAU OF SHIPS: 


NAVY DEPARTMENT: WASHINGTON, 0.6. 


ae 
RECEIVING ANTENNA. if & 
TRANSMISSION LINE SYSTEM -” 


ARRANGEMENT AND DE TAI 


‘TYPE PLAN 


SHEET 4G OF 5: 
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LIST OF PARTS 


belive 
PART. 1) R_ DETAIL NAVY COMMERCIAL | DRAWING OR FURNISHED ¥ 
NUMBER clove BESCOIE TION MATERIAL SIZE |tyPe No. | TYPE [SPECIFICATION NO| BY BEBABNS: r i i 
| - ENTEANCE BOX (OUTSIDE) sTeSU v-s-125 9-s-4302-uU 
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RADIO DIVISION - BUREAU OF SHIPS 
NAVY DEPARTMENT- WASHINGTON, D.C. 


RECEIVING ANTENNA - 


TRANSMISSIQN,LINE, SYSTEM 
ARRANGEMENT AND. DETAILS 


TYPE eM 
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